To:  Madigan,  Andrea[Madigan. Andrea@epa.gov] 

From:  Merritt,  Steven 

Sent:  Mon  8/1 0/2015  4:46:53  PM 

Subject:  FW:  Approved  Letter  Contract  Format. docx 

Approved  Letter  Contract  Format.docx 
Statement  of  Work  - La  Plata  Countv.docx 


Attorney  Client/Ex.  5 


Steven  B.  Merritt,  CIH 

Industrial  Hygienist  / Federal  On-Scene  Coordinator 
U.S.  Environmental  Protection  Agency  Region  8 
1 595  Wynkoop  ST  (8EPR-ER) 

Denver,  CO  80202-1129 
303-3 12-6146  -Work 
303-775-7226  - Mobile 
303-312-7203  - Fax 
Memtt.Steven@epa.gov 


From:  Merritt,  Steven 

Sent:  Sunday,  August  09,  2015  4:47  PM 

To:  Myers,  Craig;  'Joe.Kerby@co.laplata.co.us' 

Cc:  Mills,  Bethany 

Subject:  Approved  Letter  Contract  Format.docx 


1782848 


ED  000552B  00011134-00001 


Please  review  and  make  any  changes  based  upon  the  estimates  you  come  up  with  and  the  scope 
outlined. 


Steven  B.  Merritt,  CIH 

Industrial  Hygienist  / Federal  On-Scene  Coordinator 
U.S.  Environmental  Protection  Agency  Region  8 
1 595  Wynkoop  ST  (8EPR-ER) 

Denver,  CO  80202-1129 
303-312-6146  -Work 
303-775-7226  - Mobile 
303-312-7203  - Fax 
Memtt.Steven@epa.gov 


1782848 


ED  000552B  00011134-00002 


